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Additional Product 


Job Number: 
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Seq.#: 
Machine Or Operation: 
Description : 


1.0 
MKYD6185S080P362015 
6185 KYDEX .080" 
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Comment: Qty.: 
7.4028 sf(s)/Unit 
Total: 
14.8056 sf(s) 
fJ1AA 
6185 Kydex .080" 
;Vl{Dct70 3 
2.0 
HAND FINISH TH 
HAND FINISHING THERMOFORMING 
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Comment: HAND FINISHING THERMOFORMING 


1) Machine set up 
eq ,8/.tJ8 
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HAND FINISH TH 
HAND FINISHING THERMOFORMING 
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Comment: HAND FINISHING THERMOFORMING 


1) Cut sheet to required blank size 
@~relloY 
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THERMOFORMING 
THERMOFORMING MACHINE 
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Comment: THERMOFORMING 
MACHINE 


Thermoform 
as per Dwg. D3822-2and folio (FTA 9074 Prototype) 
using tool DT 9074 
@ 


Dwg. Rev. 
L( 
~C(; • ~ ( , 0t' 
~ 
Folio Rev. 


5.0 
QC2 
INSPECT PARTS AS THEY COME OFF MACHINE 
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Comment: INSPECT PARTS AS THEY COME OFF MACHINE 
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Visually inspect for proper formation of each part 
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Approval 
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Approval 
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Date 
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Part No: 
PAR #: 
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Resolution: 
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Fault Category: 
NCR: Yes No 
DQA: __ 


Disposition: 
QA: NlC Closed: 
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Date: 
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Date: 
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NOTE: Date & Initial all entnes 
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WORK ORDER NON-CONFORMANCE 
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Description of NC 
Corrective Action 
Section B 
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Approval 
Approval 
DATE 
STEP 
Sign & 
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Initial 
Action Description 
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OC Inspector 
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Date 
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Customer: 
CU-OAR001 Dart Helicopters Services 
Drawing Name: VERTICAL TUNNEL RlH 


Job Number: 
44458 
Part Number: 038222 
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FINALINSPECTIONIWIORELEASE 


Check dimensions 
to ensure confor 
. y to drawing 
tolerances. 
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aC5 
INSPECTWORKTO CURRENTSTEP 
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Comment: INSPECT WORK TO CU 
RENT STEP 


10.0 
PACKAijiflll~llllllllaii 
PACKAGING 
RESOURCE#1 


Comment: PACKAGING.RESOURCE 
#1 
i 
Identify an.d'Stock 


Location:_/ 
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aC21 


Comment: INSPECT PARTS AS THEY COME OFF 
CHINE 
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1) Trim to Finished Dimensions 
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Comment: HAND FINISHING THERMOFORMING 
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SECONDCHECK 
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Comment: SECOND CHECK 
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HANDFINISHTH 
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Comment: FINAL INSPECTIONIW/O 
RELEASE 


Job Completion 
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